MARTHA'S  VINEYARD  ISLAND,  MASS. 
THE  TABERNACLE  of  the  Martha's  Vineyard 
Camp  Meeting  Association,  Oak  Blufis.  Built 
in  1879,  it  has  a  seating  capacity  of  2,200 
which  is  often  filled  and  on  Illumination  Night 
in  August  as  many  as  5,000  have  been  present. 
Sunday  Services,  Community  Sings  and  Con- 
certs are  held  here  in  July  and  August. 
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